Physical Infrastructure and building and Spaces 

V YVS is located in central A1 Nasser District; the location of YVS is 
very easy to access. 

V YVS has an Office space with an area of 200 m2 

V YVS has 5 training/meeting halls adequate to accommodate 30 persons 
in each. 

V Well-equipped offices with desktop computers, laptop computers, 
printer, photocopiers, LCDs, scanner, digital camera, telephone device, 
fax machine, and internet 

V Offices and training halls of YVS have air-conditioning 



